9203300179 Forwards amends 34 & 25 to licenses NPF-76 & NPF-80, respectively &
safety evaluation.Amends revise Tech Specs by eliminating requirement for power
range neutron flux negative rate trip (NFRT).

DICK.G.F. Project Directorate IV-2. 92/03/12. HALL.D.P. Houston Lighting & Power
Co. 3pp. 61168:001-61168:032.

-9203300182 Amends 34 & 25 to licenses NPF-76 & NPF-80,respectively, changing
Tech Specs by eliminating requirement for power range neutron flux negative rate trip
(NFRT).
BLACK.S.C. Project Directorate IV-2. 92/03/12. 26pp. 61168:004-61168:029.

-9203300189 Safety evaluation supporting amends 34 & 25 to licenses NPF-76 & NPF-
80 .respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 3pp.
61168:030-61168:032.

9203260013 Rev 9 to chapter 2.0 of QA program for South Texas Project Electric Gen-
erating Station.Marked-up Rev 7 encl.

*  Houston Lighting & Power Co. 92/03/17. 9pp. 61128:036-61128:044.

9203260168 Concludes revised inservice testing programs acceptable for implementa-
tion.

BLACK,S,C. Project Directorate IV-2. 92/03/19. HALL.D.P. Houston Lighting & Power
Co. 3pp. 61114:136-61114:138.

9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions
in areas of physical security.maint activities & compliance w/TS.
MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 92/03/
24. SAPORITO.T.J. Saporito, T.J. 3pp. 61109:265-61109:272.

-9203270074 Notice of receipt of petition for director's decision under
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per
10CFR2.202 & take swift & immediate actions in areas of physical security & maint
activities.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
24. 2pp. 61109:268-61109:272.

Q. Inspection reports, IE Bulletins & correspondence

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91-
32,Corrective actionsiaccess control procedure revised.

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc-
ument Control Desk). 4pp. 60852:081-60852:085.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division Of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203030179 Responds to NRC 920226 Itr re violations noted in insp rept 50-498/91-35
& 50-499/91-35 on 920127.Corrective actions: bulletin issued to plant personnel de-
scribing each individual responsibility.

JUMP.W.J. Houston Lighting & Power Co. 92/02/26. Document Control Branch (Doc-
ument Control Desk). 5pp. 60802:095-60802:099.

9203040036 Forwards insp rept 50-498/91-34 & 50-499/91-34 on 911221- 920201 &
notice of violation. Violation represents less than complete understanding of tech spec
containment integrity requirements by broad range of personnel.
BEACH.A.B. Region 4 (Post 820201). 92/02/26. HALL.D.P. Houston Lighting & Power
Co. 4pp. 60767:063-60767:091.

-9203040053 Notice of violation from insp on 911221-920201 .Violation noted:failure to
maintain containment Integrity during removal of steam generator C shell side hand
hole cover.
"Region 4 (Post 820201). 92/02/26. 2pp. 60767:067-60767:068.

-9203040069 Insp repts 50-498/91-34 & 50-499/91-34 on 911221-920221. Violations
noted.Major areas inspected:plant status.followup of written repts,corrective actions &
events.operational safety,periodic maint & surveillance observations.
HOWELL.A.T. Region 4 (Post 820201). 92/02/21. 4pp. 60767:069-60767:091.

9203040118 Forwards insp repts 50-498/92-01 & 50-499/92-01 on 920127-31.No viola-
tions or deviations noted.

BEACH.A.B. Region 4 (Post 820201). 92/02/27. HALL.D.P. Houston Lighting & Power
Co. 3pp. 60767:103-60767:220.

-9203040124 Insp repts 50-498/92-01  & 50-499/92-01  on 920127-31-No violations
noted.Major areas inspected:licensee self-assessment A corrective action processes
& followup of previously identified insp findings.
STETKA.T.F. Region 4 (Post 820201). 92/02/24. 14pp. 60767:207-60767:220.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203110074 Forwards insp repts 50-498/92-03 & 50-499/92-03 on 920203-07-No viola-
tions or deviations noted.

BEACH.A.B. Region 4 (Post 820201). 92/03/02. HALL.D.P. Houston Lighting & Power
Co. 4pp. 60849:126-60849:134.

-9203110079 Insp repts 50-498/92-03 & 50-499/92-03 on 920203-07-No violations
noted.Major areas inspected:program for feedback of operating experience info.
BARNES.I. Region 4 (Post 820201). 92/02/25. 5pp. 60849:130-60849:134.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. Of New York, Inc. 4pp. 60997:043-60997:046.

9203230095 Ack receipt of 920214 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-498/92-32 & 50-499/92-32.

BEACH.A.B. Region 4 (Post 820201). 92/03/16. HALL.D.P. Houston Lighting & Power
Co. 3pp. 60984:260-60984:267.

R. Periodic operating reports & related correspondence

9203050204 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/
920302 Itr.
JUMP.W.J. Houston Lighting & Power Co. 91/12/31. 145pp. 60851:201-60851:351.

9203090008 "Annual Personnel Exposure Repts for 1991 for South Texas Project." W/
920302 Itr.
JUMP.W.J. Houston Lighting & Power Co. 91/12/31. 8pp. 60862:001-60862:008.

9203170036 Monthly operating repts for Feb 1992 for South Texas Project Units 1 &
2.W/920310 Itr.

KENT.A.P., JUMP.W.J. Houston Lighting & Power Co. 92/02/29. 14pp. 60983:334-
60983:347.

S. Reportable occurrences, LERs & related correspondence

9203060094 LER 92-001 -00:on 920122,entry into specification 3.0.3 due to 2 trains of
essential chillers being inoperable.Plant operations personnel have been informed by
Night Orders of impact of transferring oil.W/920228 Itr.

AYALA.C., JUMP.W.J. Houston Lighting & Power Co. 92/02/28. 7pp. 60871:191-
60871:197.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203060111 Informs of Region IV 920324 meeting w/util to discuss development of re-
qualification exams. Meeting provides opportunity for more efficient interaction among
staff & facility licensee personnel.

BEACH.A.B. Region 4 (Post 820201). 92/02/21. HALL.D.P, Houston Lighting & Power
Co. 3pp, 60804:213-60804:215.

9203110039 Announces Region IV scheduling of 920324 meeting w/all licensees to dis-
cuss requalification exams.

COLLINS.S.J. Region 4 (Post 820201). 92/02/28. HALL.D.P. Houston Lighting &
Power Co. 3pp. 60849:085-60849:087.

9203260004 Informs that NRC plans to administer generic fundamentals exam section
of written operator licensing exam at facility on 920610.Sample registration Itr encl.
GALLO.R.M. Operator Licensing Branch. 92/03/19. HALL.D.P. Houston Lighting &
Power Co. 4pp. 61083:001 -61083:004.
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F. Security, medical, emergency & fire protection plans

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91-
32.Corrective actionsiaccess control procedure revised.

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc-
ument Control Desk). 4pp. 60852:081-60852:085.

9203050151 Advises that Fire Hazard Analysis Rept (FHAR).Amend 8 has been repro-
duced in entirety & distributed on 911106,in burgundy binders.Requests that FHAR in
tan binders be discarded,per 911115 memo.

JUMP.W.J. Houston Lighting & Power Co. 92/02/20. Houston Lighting & Power Co.
2pp. 60852:126-60852:127.

9203060179 Revised EPIPs.including rev 1 to OERP01-ZV-EF01, "EOF Director," rev 0
to OERP01-2V-EF22, "Owners Liaison" & rev 1 to OERP01-ZV-TS01, "TSC Manag-
er."
JUMP.W.J. Houston Lighting & Power Co. 92/02/28. 110pp. 60860:108-60860:217.

9203100184 Forwards ERDS data point library.Rev A for conformance w/ NUREG-1394
& ERDS communications description & questionnaire.

JUMP.W.J. Houston Lighting & Power Co. 92/03/05. Document Control Branch (Doc-
ument Control Desk). 85pp. 60900:141-60900:324.Inc. 12pp. 61085:001 -61085:012., Inc. 4pp. 60962:181-60962-18403/20. 5pp.
